MONUMENT RECORD 
State of Indiana - County of Monroe 


‘ection: 07 Township: 8 North Range: 1 West Corner ID: Per C-05 


Monument Description & Remarks: Found #20 Penny Nail near centerline of Weimer Road at North % corner 
of section. RR spike to the north (point E) originally tied-off as corner (9/10/99); however, after reviewing 
survey evidence, the penny nail was tied off (12/28/99) and certified as the corner. 

References On File: Sudbury Farm survey prepared by Bledsoe Tapp & Riggert, Inc. 







RECOVERY TIE DRAWING 
Field Book 99-01 Page No. 49 
USGS Bloomington Quad 
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A - #20 penny nail 
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B - North 60° West, 21.92' from nail | 
MAG nail in powerline pole 

C - North 15° East, 39.96' from nail | 
| 








“x” chiseled in fire hydrant flange bolt 
D - South 82° East, 21.36' from nail 
MAG nail in powerline pole 
E - North 35° West, 7.88' from nail Compass Bearing Magnetic North 
RR spike near road centerline 





Not To Scale 







I, Kevin P. Enright, Monroe County Surveyor, hereby certify that this document was prepared under my 
direction in accordance with the provisions of Section 36-2-12-11 of the Indiana Code; and the above data is 
given under my hand and seal this 10th dayf September, 1999. 
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